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ALL CV MITIGATION MEASURES ARE ILLEGAL, UNLAWFUL, IMMORAL, UNETICAL, AND... CRIMINAL! 
#SAYNOTOVACCINEPASSPORTS #informedconsent #healthfreedom #privacy #knowyourrights #NOL 


MANDATORY PCR TESTING, VACCINES, AND VACCINE PAZZPORTS ARE CRIMINAL OFFENCES IN 
CANADA - GENETIC NON-DISCRIMINATION ACT 

First Session, Forty-second Parliament, 64-65-66 Elizabeth II, 2015-2016-2017, STATUTES OF CANADA 
2017, CHAPTER 3, An Act to prohibit and prevent genetic discrimination ASSENTED TO May 4, 2017 BILL 
S-201 


https://www.parl.ca/DocumentViewer/en/42-1/bill/s-201/royal-assent?fbclid=lwAR3NkWUTXMB-PBsOK5-z4- 





H_ vLMSi2JgCo/7pE2q ZOoi6y2hyFTRg8j2wfw 
https://parl.ca/DocumentViewer/en/42-1/bill/S-201/royal-assent 


SUMMARY 

This enactment prohibits any person from requiring an individual to undergo a genetic test or disclose the 
results of a genetic test as a condition of providing goods or services to, entering into or continuing a contract or 
agreement with, or offering specific conditions in a contract or agreement with, the individual. Exceptions are provided 
for health care practitioners and researchers. The enactment provides individuals with other protections related to 
genetic testing and test results. 

The enactment amends the Canada Labour Code to protect employees from being required to undergo or to 
disclose the results of a genetic test, and provides employees with other protections related to genetic testing 
and test results. It also amends the Canadian Human Rights Act to prohibit discrimination on the ground of 
genetic characteristics. 

Available on the Parliament of Canada Web Site at the following address: http://www.parl.gc.ca, 64-65-66 Elizabeth 
Il, CHAPTER 3, An Act to prohibit and prevent genetic discrimination, [Assented to 4th May, 2017], Her Majesty, 
by and with the advice and consent of the Senate and House of Commons of Canada, enacts as follows: Short title: 1 
This Act may be cited as the Genetic Non-Discrimination Act. 
https://www.parl.ca/DocumentViewer/en/42-1/bill/S-201/royal-assent? 
foclid=lwAR12XYIUscZjHixJBKakMkLBjNMID5lpz4g_ uvOSDyfGP3TgCfFw4IEZMSE 

OFFENCES AND PUNISHMENT 

Contravention of sections 3 to 5 

7 Every person who contravenes any of sections 3 to 5 is guilty of an offence and is liable 








(a) on conviction on indictment, to a fine not exceeding $1,000,000 or to imprisonment for a term not exceeding 
five years, or to both; or 

(b) on summary conviction, to a fine not exceeding $300,000 or to imprisonment for a term not exceeding twelve 
months, or to both. 

Thanks to Jane Scharf for this information: 

https :/Awww.facebook.com/mj.scharf.7/videos/901673107363979/ 


CRIMINAL MALFEASANCE BY OUR PUBLIC HEALTH OFFICIALS “HEALTH SCARE BY HEALTH CARE” 
AND OUR CANADIAN FEDERAL, PROVINCIAL AND MUNICIPAL GOVERNMENTS June 14, 2021 
FAXES were sent to David Lametti and to those CC'd in letter - Criminal Malfeasance by our Public Health 
officials “Health Scare by Health Care” and our Canadian Federal, Provincial and Municipal Governments. 
ARE THEY MORALLY; UNETHICALLY AND CRIMINALLY GUILTY? 

Read the letter and download it here https://www.thepowershift.ca/open-letter 
https://www.facebook.com/CPUFREEDOM2017/videos/1450063042044696 

To: David Lametti, Minister of Justice and Attorney General of Canada, et al. 

> https ://www.thepowershift.ca/open-letter?foclid=lwAR3qqj87k-CFLKalJjrAGJEfB_ TA- 
vPmXznVHtof/7rkPicxNJw7ZMMf8Rp! 

> https ://1d795428-6692-4888-bO0fd- 

249d556879b5 filesusr.com/ugd/2aab/d_ 9Ic6efOb55cce468bbefbe18d2b6bb0de.pdf 

> https ://www.thepowershift.ca/english-to-share?fbclid=lwAR3ImYvpLkpcCt6F- 

4 RN9bxXMZOCxqU8eDT/7OGxF OekbIRGmIGsC31bFZE 

> https ://www.facebook.com/CPUFREEDOM2017/videos/1894176310770074 

Thanks to https://thepowershift.ca for this information 


























WHAT IS DISCRIMINATION? 

Discrimination is an action or a decision that treats a person or a group badly for reasons such as their race, age 
or disability. These reasons, also called grounds, are protected under the Canadian Human Rights Act. 
https://www.chrc-ccdp.gc.ca/en/about-human-rights/what-discrimination 


COERCION The intimidation of a victim to compel the individual to do some act against his or her will by the 
use of psychological pressure, physical force, or threats. The crime of intentionally and unlawfully restraining 
another's freedom by threatening to commit a crime, accusing the victim of a crime, disclosing any secret that 
would seriously impair the victim's reputation in the community, or by performing or refusing to perform an official 
action lawfully requested by the victim, or by causing an official to do so. 
https://legal-dictionary.thefreedictionary.com/coerced 


THE DIFFERENCE BETWEEN PERSUADE, CONVINCE, AND COERCE 
The difference is worth understanding. https://fs.blog/2012/12/the-difference-between-persuasion-and-coercion/ 





GENETIC DISCRIMINATION: IT’S CRIMINAL!, Yael Bienenstock Andrew Bernstein Christopher Richte, July 14, 
2020 _shttps://www.torys.com/insights/publications/2020/07/genetic-discrimination 





MEDICAL INFORMED CONSENT, NUREMBERG, AND THE COVID VACCINE, Dave Ratcliffe, December 16, 
2020 _https://journal.ratical.earth/2020/12/16/medical-informed-consent-nuremberg-and-the-covid-vaccine/ 





INVOLUNTARY GENETIC TESTING (PCR?) IS CRIMINAL SAYS SUPREME COURT OF CANADA, private 
person (wo/man at common law) ,August 16, 2021 

Know, claim and defend your rights as a private person at common law 
https://private-person.com/blog/2021/08/involuntary-genetic-testing-pcr-is-criminal-says-supreme-court-of- 
canada/ 





IS A PCR TEST ‘GENETIC TESTING’? 

Requiring or forcing a person to be genetically tested, or “punishing” someone for not doing, so is a criminal 
offence in Canada. The recent Supreme Court of Canada (SCC) decision was more on point for other types of 
‘genetic tests” BUT PCR testing is a form of genetic testing (meets the legal definition) and should fall under the 
recent SCC decision (as might the C-19 vaxxes). 
https://private-person.com/blog/2021/08/involuntary-qenetic-testing-pcr-is-criminal-says-supreme-court-of- 





canada/ 


THANKS TO JANE SCHARF FOR HER VALUABLE INFORMATION ON INFORMED CONSENT (SEE her 
other videos on PRIVACY, RIGHTS, and more www.stand4thee.com) 
https://www.facebook.com/100067859100002/videos/2989142234697526 

The Canadian Bill of Rights: 
https://www.canada.ca/content/dam/pch/documents/services/download-order-charter-bill/canadian-bill-rights- 
eng.pdf 


THE UNITED NATIONS UNIVERSAL DECLARATION OF HUMAN RIGHTS: 
https:/Awww.un.org/en/about-us/universal-declaration-of-human-rights 


HUMAN RIGHTS CODE RSO 1990, C H.19 (look for the Code in your specific area/region) 

Ontario's Human Rights Code, the first in Canada, was enacted in 1962. 

The Code prohibits actions that discriminate against people based on a protected ground in a protected social 
area. 

https://www.canlii.org/en/on/laws/stat/rso-1990-c-h19/latest/rso-1990-c-h19.html 
http:/Avww.ohrc.on.ca/en/ontario-human-rights-code 
http://celebraterights.net/canadas-human-rights-acts-codes/ 

http://celebraterights.net/bc-rights-pamphlets/ 














*OPINION* COVID VACCINE PASSPORTS ARE RACIST — STATS CANADA REPORT SHOWS LACK OF 
CONFIDENCE IN CV-19 VACCINE IN MINORITY COMMUNITIES, Greg Staley, divergemedia.ca, 2021/08/11 
https://divergemedia.ca/2021/08/11/opinion-covid-vaccine-passports-are-racist-stats-canada-report-shows-lack- 





of-confidence-in-cv-19-vaccine-in-minority-communities/ 


‘MEDICAL RACISM’ PRODUCER TELLS RFK, JR.: BLACK AMERICANS ‘WAKING UP TO MEDICAL 
TYRANNY’, Children's Health Defense Team 09/08/21 

Kevin Jenkins, CEO of Urban Global Health Alliance and producer of the film, “Medical Racism,” told RFK, Jr. that 
Blacks and whites must unite to fight the greatest tyrannies of all time. 
https://childrenshealthdefense.org/defender/rfk-jr-podcast-medical-racism-kevin-jenkins-tyranny/? 
utm_source=salsa&eType=EmailBlastContent&eld=7ed7b275-65e3-4348-86c4-e01270a7bceb 


ISRAEL’S ‘GREEN PASSPORT’ VACCINATION PROGRAM HAS CREATED A ‘MEDICAL APARTHEID,’ 
DISTRAUGHT CITIZENS SAY, LifesiteNews.com, March 9, 2021 
https://www.lifesitenews.com/news/israels-green-passport-vaccination-program-has-created-a-medical-apartheid- 





distraught-citizens-say 





FERNANDO: TRUDEAU'S MANDATES AN AFFRONT TO THE CHARTER 

With Vaccine Mandate & Internal Vaccine Passport, Justin Trudeau Throws Canada’s Charter Into The Garbage 
Spencer Fernando, Exclusive to the National Citizens Coalition, Aug.14.2021 
https://www.nationalcitizens.ca/fernando_trudeau_mandates_ charter? 
foclid=lwAR2GheXcK7jRA/7sLvWXbrbhLGQOLG1LTQEaAcFRsPNH4ptwZKTXONKgg/7xQ 








CANADA’S GENETIC PRIVACY LAW IS CAUSING HUGE HEADACHES FOR THE PROVINCES AND 
TRUDEAU, Jun 22, 2021 https:/Awww.youtube.com/watch?v=Amhec90-Xj4 





WHAT IS INFORMED CONSENT AND HOW DOES IT APPLY TO COVID-19 VACCINATIONS? 
https://www.canadiancovidcarealliance.org/media-resources/what-is-informed-consent-and-how-does-it-apply-to- 
covid-19-vaccinations/ 








CANADIAN CONSTITUTION FOUNDATION CRITICIZES VACCINE PASSPORTS OF B.C., MANITOBA 
Foundation to take B.C. government to court to end discriminatory policy 
https://www.canadianlawyermag.com/news/general/canadian-constitution-foundation-criticizes-vaccine- 
passports-of-bc-manitoba/359872?foclid=lwAR3Zw0VXOfu8heT G8oc- 
aWlbXvJDil2s6t0goJnx7vxiVhI50vQqg5yOj4 YU 





FEDERAL LAW PROHIBITS EMPLOYERS AND OTHERS FROM REQUIRING VACCINATION WITH A COVID- 


19 VACCINE DISTRIBUTED UNDER AN EUA, Aaron Siri Feb. 23, 2021 (in US) 
https://www.statnews.com/2021/02/23/federal-law-prohibits-employers-and-others-from-requiring-vaccination- 





with-a-covid-19-vaccine-distributed-under-an-eua/ 
Forced vaccination and PCR testing are illegal in Canada 


VACCINE PASSPORTS BETRAY FREEDOM-LOVING ALBERTANS, Jccf.ca, September 16, 2021 
https://www.jccf.ca/vaccine-passports-betray-freedom-loving-albertans/ 


VACCINES ARE NOT MANDATORY IN CANADA trutherguy September 3, 2021 
Immunization in Canada - Canadian National Report on Immunization, 1996 - CCDR Volume 26S4 May 1997 


https://web.archive.org/web/20080414131846/http://www.phac-aspc.gc.ca/publicat/ccdr- 
rmtc/97vol23/23s4/23s4b_ e.html 





WE HAVE COMPILED A LONG LIST OF LEGAL PROVISIONS IN CANADA AND ONTARIO TO PROTECT 
YOUR RIGHT TO PRIVACY, BODY AUTONOMY AND LIVE FREE OF DISCRIMINATION. 


https://stand4thee.com/know-your-rights 


VACCINE PASSPORTS ARE FOR TOTALITARIAN CONTROL & MASS DEPOPULATION WARNS EX-PFIZER 
CHIEF DR MIKE YEADON. Hoover, September 7, 2021 
https://www.civilslave.com/2021/09/vaccine-passports-are-for-totalitarian-control-mass-depopulation-warns-ex- 





pfizer-chief-dr-mike-yeadon/ 


DEFENCE DEPARTMENT WEBSITE TELLS EMPLOYEES VACCINE MANDATES NOT LEGAL, tnc.news, 
Andrew Lawton, August18, 2021 
https://tnc.news/2021/08/18/defence-department-website-tells-employees-vaccine-mandates-not-legal/? 
foclid=lwARORxfWvtftaH2IA63rkOllY xZWxX4Fd_etVYHrF4pG7gmRBwcsuUgsilS|! 








PUBLIC SERVICE WORKERS SHOULDN’T BE DISCIPLINED OVER VACCINATION REQUIREMENTS 


http://psacunion.ca/public-service-workers-shouldnt-be-disciplined?fbclid=lwAR2KURGL8UM- 
q9OteD201VTZEdHIYKxr3NrUxgToSuf5emycJpnwGdBYCGq 


VACCINE PASSPORT MINDSET: TRAINING YOU LIKE A PUPPY!, Rebel News, February 26, 2021 
https://www.rebelnews.com/vaccine passport mindset training you like a puppy 


IMMUNITY CERTIFICATES AND HEALTH-PASSES ARE A HOAX, Jon Rappoport, November 25, 2020 
https://www.lewrockwell.com/2020/11/jon-rappoport/immunity-certificates-and-health-passes-are-a-hoax/ 





THE IMPORTANCE OF THE GENETIC NON-DISCRIMINATION ACT, , Marc Montgomery, Tue. May 15, 2018 
https://www.rcinet.ca/en/2018/05/15/the-importance-of-the-genetic-non-discrimination-act/ 





THE GENETIC NON-DISCRIMINATION ACT: https://laws-lois.justice.gc.ca/eng/acts/G-2.5/index.html 
AN OVERVIEW: Where to file complaints, Canadian Civil Liberties Association 
https://ccla.org/genetic-non-discrimination-act-overview/ 








SUPREME COURT OF CANADA UPHOLDS GENETIC NON-DISCRIMINATION LAW, Olivia Stefanovich, CBC 
News, Jul 10, 2020 

Legislation passed in 2017 without cabinet support due to jurisdictional concerns 
https://www.cbc.ca/news/politics/stefanovich-supreme-court-of-canada-genetic-information-1.5643245 





https://www.cbc.ca/news/politics/genetic-testing-bill-vote-wednesday-1.4015863 
https://www.cbc.ca/news/politics/jody-raybould-genetic-descrimination-1.4018680 








CANADIANS PROTECTED FROM GENETIC DISCRIMINATION, Laura Lepine, bakerlaw.ca, October 9, 2020 
https://www.bakerlaw.ca/resources/blog/canadians-protected-from-genetic-discriminatio/ 





THE POSITION OF THE FEDERAL AND PROVINCIAL PRIVACY COMMISSIONERS REGARDING VACCINE 
PASSPORTS. Privacy and COVID-19 Vaccine Passports, Joint Statement by Federal, Provincial and Territorial 
Privacy Commissioners, May 19, 2021. This is essentially the same as the Universities mandating vaccines. 


https://www.priv.gc.ca/en/opc-news/speeches/2021/s-d_20210519/ 


IMMUNIZATION IN CANADA 

Vaccines are licensed for use in Canada by the Bureau of Biologics and Radiopharmaceuticals, Health 
Protection Branch, Health Canada. Licensing is conditional to an application being filed by the manufacturer 
and a favourable review of the supporting information submitted by the company 


https://web.archive.org/web/20080414131846/http ://www.phac-aspc.gc.ca/publicat/ccdr- 
rmtc/97vol23/23s4/23s4b_ e.html 





THE GENETIC INFORMATION NON-DISCRIMINATION ACT OF 2008 (United States) 

An Act To prohibit discrimination on the basis of genetic information with respect to health insurance and 
employment. Be it enacted by the Senate and House of Representatives of the United States of America in 
Congress assembled, _https://www.eeoc.gov/statutes/genetic-information-nondiscrimination-act-2008 





"WE'RE NOT GOING TO HAVE A SPLIT SOCIETY': FORD SAYS NO THANKS TO VACCINE PASSPORTS, 
Lucas Casaletto, Jul 15, 202 


https://www.680news.com/2021/07/15/doug-ford-ontario-vaccine-passport/ 


DEREK SLOAN VS VAX PASSPORTS, Lee Hardin, westernstandardonline.com, August 19, 2021 
Sloan said vaccine mandates are unconstitutional and have made some federal workers “very upset.” 
https://westernstandardonline.com/2021/08/derek-sloan-vs-vax-passports/ 


QUARANTINE ACT AND OTHER COVID-19 MEASURES RAISE CIVIL LIBERTIES ISSUES, SAY LAWYERS, 
Aidan Macnab, 15 Apr 2020 

Extraordinary measures taken by government include limits on mobility rights and data privacy 
https://www.canadianlawyermag.com/practice-areas/immigration/quarantine-act-and-other-covid-19-measures- 
raise-civil-liberties-issues-say-lawyers/328684 


PHYSICIAN: CONSENT TO TREATMENT, General Expectations 

Physicians must be aware of, and comply with, all of the requirements in the Health Care Consent Act, 
1996 (HCCA).2, February 2001 
https:/Awww.cpso.on.ca/Physicians/Policies-Guidance/Policies/Consent-to-Treatment 


BC TO INTRODUCE VACCINE PASSPORTS, Laura-Lynn Tyler Thompson 22Aug?21, 

Global News is reporting that BC Premier John Horgan is prepared to introduce Vaccine Passports to go toa 
sporting event, eat in a restaurant and other public activities. Carol Crosson from Crosson Law will join us to talk 
about what options we have to this gross civil violation of our rights. (INCITEMENT OF HATRED?) 
https://odysee.com/@LauraLynntT T:9/BC-to-Introduce-Vaccine-Passports EDIT:1 


THE KEVIN J. JOHNSTON SHOW SPECIAL GUEST TANYA GAW, Kevin J. Johnston, FreedomReport.ca 
August 30, 2021 —https://rumble.com/vivxea-the-kevin-j.-johnston-show-special-quest-tanya-gaw.html 





LITIGATING FORCED VACCINATION / VACCINE "MANDATES" - WHAT YOU NEED TO KNOW - VIVA & 
BARNES HIGHLIG. August 12, 2021. VivaFrei 


https://www.bitchute.com/video/8ssDRGWBIlk/ 


THE MOST VACCINE-HESITANT GROUP OF ALL? PHDS 

A new study found that the most educated are the least likely to get jabbed 
https://unherd.com/thepost/the-most-vaccine-hesitant-education-qroup-of-all-phds/? 
foclid=IwAROL2fT SM4NKVEQOjUiJg5YjlbDbcu33Jlg-UG3ESxkOBaACe_ bC2b0dtSAg 


CANADA: CANADIAN GOVERNMENT ANNOUNCES NEW DIGITAL CHARTER, CyberLex Blog , Michael 
Scherman and Marissa Caldwell, McCarthy Tétrault LLP, 05 June 2019 
https:/Awww.mondaq.com/canada/Privacy/812124/Canadian-Government-Announces-New-Digital-Charter 





ROCCO GALATI DISCUSSES WORKPLACES VACCINE MANDATES 
Covid-19 Vaccines & Treatments, Vaccine Passports, What the Experts Say / By Gord Parks / August 29, 2021 


https://brightlightnews.com/rocco-galati-discusses-workplaces-vaccine-mandates/? 
foclid=lwAROg2EUE17Ye65NctD49dX4-UeCbB4Jd9qLfijisfA8DHo1051BTVnKZEsyg 


LIST OF ACTS AND REGULATIONS 
https://www.canada.ca/en/public-health/corporate/mandate/about-agency/acts-regulations/list-acts- 
requlations.html 


THE PERSONAL HEALTH INFORMATION ACT PHIA - https://web2.gov.mb.ca/laws/statutes/ccsm/p033- 
5e.php (Section 2 c) 

(c) to establish rules governing the collection, use, disclosure, retention and destruction of personal health 
information in a manner that recognizes 

(i) the right of individuals to privacy of their personal health information, and 

(ii) the need for health professionals to collect, use and disclose personal health information in order to provide 
health care to individuals; 


EMERGENCIES ACT - https://www.laws-lois.justice.gc.ca/eng/acts/E-4.5/FullText.html (Third paragraph) 
3 For the purposes of this Act, a national emergency is an urgent and critical situation of a temporary nature that 
e (a) seriously endangers the lives, health or safety of Canadians and is of such proportions or nature as to 
exceed the capacity or authority of a province to deal with it, or 
e (b) seriously threatens the ability of the Government of Canada to preserve the sovereignty, security and 
territorial integrity of Canada 
and that cannot be effectively dealt with under any other law of Canada. 





HUMAN RIGHTS CODE - https://web2.gov.mb.ca/laws/statutes/ccsm/h175e.php 
CHARTER RIGHTS - https://www.justice.gc.ca/eng/csj-sic/rfc-dic/ccrf-ccdl/rfcp-cdlp.html 
CHARTER RIGHTS - https://laws-lois.justice.qc.ca/eng/const/page-12.html#h-41 


SCIENTIFIC CONSIDERATIONS FOR USING COVID-19 VACCINATION CERTIFICATES, Report of the Chief 
Science Advisor of Canada, March 31, 2021 

https://science.gc.ca/eic/site/063.nsfleng/h_98229.html 
https://science.gc.ca/eic/site/063.nsf/vwapj/Report_Vaccination-Certificates.pdf/$file/Report_Vaccination- 
Certificates. pdf 





NOTICES OF LIABILITY FOR COVID-19 VACCINE HARMS AND DEATHS SERVED ON ALL MEMBERS OF 
THE EUROPEAN PARLIAMENT, Doctors for Covid Ethics , On April 20, 2021, ahead of the April 28 vote on EU 
vaccine passports (the ‘Digital Green Certificate’), notices of liability for vacccine harms and deaths were served 
on all Members of the European Parliament. 
https://doctors4covidethics.medium.com/notices-of-liability-for-covid-19-vaccine-harms-and-deaths-served-on-all- 





members-of-the-european-a1f81f57216f 





CHD PREVENTING VACCINE MANDATES TOOLKIIT 
https://childrenshealthdefense.org/wp-content/uploads/preventing-vaccine-mandates-toolkit-7.14.21.pdf 


CRC-CDC CASES CONSTITUTIONAL RIGHTS CENTRE INC. 
https://www.constitutionalrightscentre.ca/crc-cases/ 


